RUM  KALAAT

This is a section of the moat.     It will be seen that it goes

down  a long way on the Euphrates  side:

scarp, the line dividing it is a projection, as though the full

width of cutting was never finished.    At 60 feet a hole may

have been a postern, or a water-course.    One apparently to

correspond on the castle side, but no one can reach them to find out*